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INFO OCT-01 ISO-00 /006 R 

DRAFTED BY A/SY/OPS/T:C H DAUGHERTYJW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
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TO AMEMBASSY ATHENS 
INFO AMCONSUL FRANKFURT 


Message Text 


LIMITED OFFICIAL USE STATE 187383 

ATHENS FOR TSO, RSO; FRANKFURT FOR RSS; FROM SY/OPS/T 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR - ATHENS 
REE: (A) STATE 130487; (B) TSO MEMO DTD MAY 11, 1978 

1 . INTEX METAL DETECTOR SHIPPED DIRECT TO ATHENS AS 
FOLLOWS: 

A. GBLIS K-4,23L751 

B. AIRWAY BILL NUMBER IS: 015-6683-6280, VIA TWA FLT 
846 DEPARTING NYC ON JULY 25, 1978. 

C. THE TWO BOXES ARE ADDRESSED TO AMEMBASSY ATHENS, 
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LIMITED OFFICIAL USE 

PAGE 02 STATE 187383 

ATTN: RSO. 

2. ADVISE SY/OPS/T WHEN UNIT HAS BEEN INSTALLED. 

3. SPARE CARDS (REF B) CANNOT BE SENT DUE TO SUPPLY 
SHORTAGE. SY/OPS/T HAS THREE SETS OE CARDS ON HAND. 

ADVISE SY/OPS/T WHEN REPLACEMENTS ARE NEEDED AND A COMPLETE 
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SET WILL BE SHIPPED TO POST. DEFECTIVE SET WILL THEN BE 
RETURNED TO SY/OPS/T FOR REPAIR. VANCE 
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Expiration: 
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